in the surge bin and shut it off after the bin had emptied.  He then drove the
partially loaded truck to the fuel trailer while the bin was refilling.

14.  He returned to the bin and continued to fill the truck. Mr. Martin
Haker, the drill operator, observed Mr. Bonney get out of his truck, walk
around to the front of the truck and start to cross a vacant ground area that
was bordered on the south by the quarry face, on the west by the drill opera-
tion, and on the east by the crushing operation. The loader used a good part
of this area in its cycle of scooping at the face, backing away in a northerly
direction, then going forward to drive up the crushing site ramp on the east,
backing down the ramp and into the vacant area and then going forward to the
face, on the south.  Mr. Haker observed that Mr. Bonney was headed toward his
drill; this seemed normal, as Mr. Bonney had often crossed the area to visit
Mr. Haker. After seeing Mr. Bonney head toward him, Mr. Haker turned his
attention to the drill because it became stuck in rock. When he freed the
drill and looked up, Mr. Bonney had changed direction and now was walking
south, toward the loader.  Both the loader and Mr. Bonney were traveling
toward the face; Mr. Bonney was 30 to 40 feet behind the loader; and the
loader was about 50 yards from the face.  Mr. Haker1 s drill became stuck
again, and he returned his attention to the drill.  About 30 to 60 seconds
later, he freed the drill and looked up, and this time he saw Mr. Bonney
lying on his back.  The loader was backing away from the face and moving
toward Mr. Bonney.  Mr. Haker ran to the scene and waved his arms to stop

the loader operator.  Mr* Flagel, the loader operator, saw his signal and
immediately stopped the loader, about 18 feet from Mr. Bonney.  As the loader
was backing up, Mr. Haker, who was far to the right rear of the loader, could
hear the sound of the backup alarm.

15.  An ambulance was summoned.  The ambulance personnel determined that
Mr. Bonney was dead.  For reasons not satisfactorily explained in this record,
but not relevant to the backup alarm issue, the ambulance personnel decided
they had no authority to remove the body until a coroner inspected the body
and scene undisturbed.  They left the body on the ground, in place, for a
considerable time while awaiting the cororner.

16.  Mr. Dow E. Prouty, Respondent's Director of Technical Services, was
notified of the accident at about 2:30 p.m, arrived at about 3 p.m., and took
photographs of the accident scene.  The ambulance had already arrived; how-
ever, the body had not been moved.

17.  The lower right side of Mr. Bonney's body was severely injured,
Including injuries to his lower abdomen and upper part of his right leg.  The
nature of the wound and the direction of the flow of blood would indicate that
a great pressure had moved down that side of his body from the lower torso to
the leg in a line generally toward the quarry face.

IB. Mr. Prouty observed a trail of blood spots left by the left rear
tire of the loader.  He measured the circumference and diameter of the wheel,
the distance between the blood spots, and determined that the blood spots
trailed inby the body toward the face, and not outby the body. receive a
